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ga I e ’ /e f bip instructions on how to repair the faulty device and 
^°7. t d ou ? several possible causes of break-down covered in the ra~ 
pai, manual hen non teen explored. Yerbin requested that a Zeiss tech- 

Zerbst » in case he should be unable to repair the 
■mchruae M>self * r « n instructions given ty Guyenot. It is not known 
whether "the request was granted. 


3» r 


] Zeiss bad had to repair only one of the four saraple A- 


^—7 , ■ ■ ■ — » ■ jreptux oiuy one or Zho 

devices installed at Lobstedt during their test period.** 
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25X1A L— — — JjoMme nt : Guyenot is probably identical with Dr. ffrml Guynot, who, 

I. ■ , , . . . J was reported to 

fre In charge of the electrical phase of the construction of the A-l 
device at Zeiss 
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I | Comment: LBbstedt near Jena (M51/J76) 
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